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REFERENCE: A. COCOM DOC (74) DEF 1564/1.2 

B. COCOM DOC (74) 996 

C. STATE A-4574 

1. RE PARAS 3 AND 5 OF REF A: YOU MAY INFORM GERDEL THAT 
WHILE US EXPERTS ACCEPT THE FACT THAT THE TCA 360 MEETS THE 
FIRST HALF OF THE CRITERIA OF NOTE 6 TO IL 1564 IN THAT THIS 
DEVICE HAS BEEN DESIGNED SPECIFICALLY FOR AN IDENTIFIABLE 
CIVIL APPLICATION (I.E. SECAM TV RECEIVERS). IT HAS 
NOT YET BEEN SUBSTANTIATED THAT THIS DEVICE MEETS THE SECOND 
HALF OF THAT CRITERIA, I.E. SUBSTANTIALLY RESTRICTED BY NATURE 
OF DESIGN OR PERFORMANCE TO THE PARTICULAR APPLICATION FOR 
WHICH IT HAS BEEN DESIGNED. THEREFORE, THE US CANNOT ON THE 
BASIS OF INFORMATION PROVIDED CONCUR IN AN TREATMENT FOR THE 
TCA 360. 
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2. US EXPERTS NOTE:(A) THE TCA 360 IS AN ELECTRONICALLY 
VARIABLE DELAY LINE WHICH WHEN COMBINED WITH APPROPRIATE 
VARIATIONS IN DELAY TIMES AND AMPLITUDES CAN PROVIDE A WIDE 
RANGE OF SIGNAL PROCESSING FUNCTIONS; (B) THE DATA SHEET PRO- 
VIDED WITH REF A LISTED TENTATIVE OPERATING CHARACTERISTICS 
OF THE TCA 360 AND THESE APPEAR TO BE ORIENTED SOLELY TOWARD 
SECAM TV RECEIVER USAGE; AND (C) NO DATA HAS BEEN SUPPLIED 
ON (I) THE TIME PERIOD OVER WHICH THE DELAY CAN BE 

VARIED, (D) THE EFFECT ON THE QUALITY OF THE OUTPUT SIGNAL 
OF SUCH VARIATIONS IN TIME, NOR (III) IS THERE INFORMATION 
CONCERNING THE TECHNOLOGY EMPLOYED TO ACHIEVE PERFORMANCE 
LEVEL. 

THE US HOWEVER, WOULD BE WILLING TO RECONSIDER ITS POSITION 
ON THE TCA 360 DEVICE IF ADDITIONAL TECHNICAL INFORMATION IS 
PROVIDED. 

3. RE REFS B AND C: WE SEE NO LEGITIMATE CONNECTION BETWEEN 
THE FRENCH AND GERMAN RESERVE ON REF B AND THE TECHNICAL 
PROBLEM INVOLVED WITH THE TCA 360 (REF A). OUR POSITION ON THE 
TCA 360 DOES NOT REFLECT A "CHANGE " IN US SENSITIVITY ON IC 
EXPORTS. THE DEVICES COVERED BY REFS B AND C (AND 

(72)2171) ARE GENERAL EXCEPTION REQUESTS WHEREAS REF A 
CONCERNS AN TREATMENT FOR A PARTICULAR DEVICE WHOSE USE 
IN OTHER THAN ELECTRONIC CALCULATORS WOULD BE 
IMPRACTICAL. 

4. SUBMIT REF C TO COMMITTEE. WE HAVE NO EXPLANATION FOR THIS 
SMALLER ORDER OTHER THAN THAT THE COMPANY REQUESTED A 
LICENSE FOR AN ADDITIONAL 320 SETS. BETTER COPIES OF THE 
CIRCUIT DIAGRAMS HAVE BEEN REQUESTED FROM THE APPLICANT AND 
WILL BE FORWARDED AS SOON AS RECEIVED. 
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